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May 11, 1973 
FGR IMMEDIATE RELEABE 


NEW HEAD LIBRARIAN AT $.¢.W.U. 
James E. Kanasy has been named university librarian at Sir Ceorzge 
Williams University effective July 1. He replaces Mrs. Helen Howard 


who is leaving to take up doctoral studies. 


Dr. Kanasy is presently associate librarian at the University of 
Windsor. He holds a 8B. Sc. from Assumption University, a B.A. from 
Windsor, an A.M.L.S, from the University of Michigan, and a Ph.D 


from the University of Pittsburgh. 
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Malcolm Stone 
Information Officer 
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